Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 6/21/2012 12:25:59 PM 

To: 'directory@oit.umass.edu' [directory@oit.umass.edu] 

Subject: Directory Changes 


We have reorganized department so on page 35 of Directory under Massachusetts Department of Public 
Health please remove: 

State Laboratory Institute, Chief of Laboratory, 

James Hanchett.5-2601 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-260 8 
CellHHi 
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